JOURNAL 


New England Water Works 


Association. 


VOLUME XXXV, 


1921. 


PUBLISHED BY 


THE NEW ENGLAND WATER WORKS ASSOCIATION 
71s TREMONT TEMPLE, BOSTON, MASS. 


‘ 
OF THE 
t -\ 
A 


The four numbers composing this volume have been separately copyrighted in 1921 
by the New England Water Works Association. 


The Fort Bill Press 
SAMUEL USHER 
17¢@ HIGH STREET, BOSTON, MASS. 


‘ 
e 
/ 


INDEX. 


Abbott, Walter F. The repairs to the standpipe at Bath, Me. 318, Dec. 
Air in gravity mains. By J. W. LEpoux. 31, Mar. 


Bétant, Monsieur A. The water supply of Geneva, Switzerland. 22, Mar. 

Boating and fishing in water supply reservoirs, Arguments against. 294, Sept. 

Braun, Wallace R. Operation of a true siphon on a main supply pipe. 36, Mar. 

Bridgeport Hydraulic Company, A description of the water works of the. By SAMUEL 
P. SENIOR. 309, Dec. 

Bunker, George C. Discussion of R. S. Weston’s paper, Lead poisoning. 126, June. 


Caldwell, John S. Standard schedule for grading cities and towns of the United States 
with reference to their fire defenses and physical conditions. 1, Mar. 

Carter, Clarence E. The repairs to the standpipe at Bath, Me. 318, Dec. 

Cast-iron pipe, the method of manufacture and its inspection. By WILLIAM R. Conarp. 
205, Sept. 

Conard, William R. Cast-iron pipe, the method of manufacture and its inspection. 
205, Sept. 


Dittoe, W. H. The typhoid fever epidemic at Salem, Ohio. 335, Dec. 


Eddy, Harrison P. The significance of ‘‘ Hydrogen-ion concentration ’’ in water 
purification. 385, Dec. 


Fair, Gordon M. The flush valve. 137, June. 
Fire in a coal pile. Topical discussion. 41, Mar. 
Flush valve, The. By Gorpon M. Farr. 137, June. 


Geneva. By Prof. GEorGE C. WHIPPLE. 19, Mar. 
Geneva, Switzerland, The water supply of. By Monsieur A. BETANT. 22, Mar. 


Goodnough, X. H. 
Rainfall in New England. Including tables for New York and Canada. 228, Sept. 
Corrections in rainfall tables. 397, Dec. 

Griswold, F. M. Recent progress in the standardization of threads for fire-hose coup- 
lings and fittings. 43, Mar. 


Hazen, Allen. Sanitary protection of public water supplies. 297, Dec. 
Heffernan, David A. Water distribution in connection with plumbing and action of 
water on metal. 123, June. 


Hill, Nicholas S., Jr. Pipe extension charges. 91, June. 
“ Hydrogen-ion concentration ” in water purification, The significance of. By Harri- 
son P. Eppy. 385, Dec. 
ili 


— 
_ 


iv INDEX. 


Insurance company rating. Standard schedule for grading cities and towns of the 
United States with reference to their fire defenses and physical conditions. By 
Joun S. CALDWELL. I, Mar. 


Killam, Samuel E. The disappearance of the coating from cast-iron pipe while stored 
in the yard. 367, Dec. 


Lead poisoning. Discussion. By GEorRGE C. BUNKER. 126, June. 
Ledoux, J. W. 

Air in gravity mains. 31, Mar. 

Some observations concerning water-supply mains. 354, Dec. 


Mains. Some observations concerning water-supply mains. By J. W. Lepoux. 354, 
Dec. 

McInnes, Frank A. Waste restriction in Boston. 34, Mar. 

Modern pumping-station design and operation. By REEVES J. Newsom. 46, Mar. 


New England Water Works Association. 
Address by President Macksey. 77, Mar. 
Address by President-elect Sherman. 78, Mar. 
Dexter Brackett medal award. 398, Dec. 
Reports. 
Committee on rainfall and run-off measurements. 151, June. 
Committee (Joint) on standard specifications for water meters. 187, June. 
Committee, on standard specifications for water meters. Discussion. 394, 
Dec. 
Committee on uniform accounting. First report. 57, Mar. 
Committee on uniform accounting. Discussion and adoption. 373, Dec. 
Secretary. 79, Mar. 
Treasurer. 81, Mar. 
Editor. 84, Mar. 
Auditing Committee. 82, Mar. 
Tellers. 87, Mar. 
Newsom, Reeves J. Modern pumping-station design and operation. 46, Mar. 


Obituary. 

James P. Bacon. 197, June. 

Frederic W. Gow. 88, Mar. 

Charles Edwin Haberstroh. 399, Dec. 
Edward L. Hatch. 204, June. 

Harry H. Kinsey. 89, Mar. 

Prof. William T. Sedgwick. 197, June. 
William M. Stone. 296, Sept. 

Richard L. Tarr. 203, June. 

Charles W. Young. 202, June. 


Pipe coating. The disappearance of the coating from cast-iron pipe while stored in 
the yard. By Samuet E. KILLAM. 367, Dec. 

Pipe extension charges. By NicHoLas S. Hit, Jr. 91, June. 

Plumbing regulations, The need of uniformity in. By Prof. GkorGe C. WHIPPLE. 
117, June. 


INDEX. Vv 


Rainfall in New England. (Including tables for New York and Canada.) By X. H. 
GOODNOUGH. 228, Sept. 
Corrections in tables. 397, Dec. 

Relation between plumbers and water-works superintendents. By G. WILBUR 
THOMPSON. 107, June. 


Sanitary protection of public water supplies. By ALLEN Hazen. 297, Dec. 
Senior, Samuel P. A description of the water works of the Bridgeport Hydraulic 
Company. 309, Dec. 
Sherman, Charles W. 
Cleaning and painting standpipes. 51, Mar. 
Operation of a true siphon on a main supply pipe. 36, Mar. 
Siphon on a main supply pipe, Operation of a true. By WALLACE R. Braun and 
CHARLES W. SHERMAN. 36, Mar. 
Smith, Gordon Z. The control of water waste by house-to-house inspection. 322, Dec. 
Standardization of threads for fire-hose couplings and fittings, Recent progress in the. 
By F. M. GriswoLp. 43, Mar. 
Standpipes. 
Cleaning and painting standpipes. By CHARLES W. SHERMAN. 51, Mar. 
The repairs to the standpipe at Bath, Me. By CLARENCE E. CARTER and WALTER 
F. 318, Dec. 


Thompson, G. Wilbur. Relation between plumbers and water-works superintendents. 


107, June. 
Typhoid fever epidemic at Salem, Ohio, The. By W. H. Ditror. 335, Dec. 


Vibration in hose, producing heat. ‘Topical discussion. 42, Mar. 


Waste restriction. 

The control of water waste by house-to-house inspection. By GORDON Z. SMITH. 
322, Dec. 

Waste restriction in Boston. By FRANK A. McINNEsS. 34, Mar. 

Water distribution in connection with plumbing and action of water on metal. By 
Davin A. HEFFERNAN. 123, June. 

. Whipple, Prof. George C. Geneva. 19, Mar. 

The need of uniformity in plumbing regulations. 117, June. 


‘ 
a 
‘ 


= 

| 
| 
| 
| 


